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-8503070465 Amends 57 & 49 to Licenses NPF-2 & NPF-8,respective!y, modifying Tech Specs to incorporate revs in response to Generic Ltr 83-43 & to assure compliance W/10CFR50.72 & 50,73. VARGA.S.A. Operating Reactors Branch 1. 85/02/19. 97pp. 29281:217-29281:313.
-8503070468 Safety evaluation supporting Amends 57 & 49 to Licenses NPF-2 & NPF-
*'foffice IVofy' Nuclear  Reactor  Regulation,   Director.   85/02/19.   2pp.   29281:314-29281:315.
8503110048 Advises of final resolution of feedwater nozzle cracking concern.per commitment in 840319 Itr.Order placed w/Westinghouse for fabrication of thermal liner assemblies for feedwater nozzles to be installed if cracking detected. MCDONALD R P. Alabama Power Co. 85/02/19. VARGA.S.A. Office of Nuclear Reactor Regulation, Director. 1p. 29306:343-29306:343.
8503120092 Summary of 850122 meeting w/util re schedule for installation of reactor vessel level instrument.per NUREG-0737,ltem II.F.2 on inadequate core cooling instru-
REEVES.E.A. Operating Reactors Branch 1. 85/02/26. Operating Reactors Branch 1. 3pp. 29339:067-29339:069.
8503210282 Forwards info on sites selected for evaluation for establishment of VHF radio communications sys.per 850221 request.
COLLINS.D.M. Region 2, Office of Director. 85/02/27. HERMAN.D, Interior.Dept.of, Bureau of Land Management. 10pp. 29478:326-29478:335.
8503200464 Informs that 850213 correspondence is accepted as evidence that LS Williams & RB Wiggins have demonstrated knowledge & understanding of facility operation & administration,per 10CFR55.31{e),confirming 850226 telcon. VERRELLI.D.M. Region 2, Office of Director. 85/03/05. MCDONALD.R.P. Alabama Power Co. 1p. 29451:350-29451:350.
8503290094 Summary of 850301 meeting w/uti! re containment tendon field anchor failures & util actions.Viewgraphs encl.
REEVES.E.A. Operating Reactors Branch 1. 85/03/07. Operating Reactors Branch 1. 95pp. 29564:092-29564:187.
8503260042 Forwards request for addl info following preliminary review of responses to Generic Ltr 83-28,ltems 2.1,2.2,3.1.3, 3.2.3,4.4 & 4.5.Supplementary info to Items 2 2 1 & 2.2.2 required within 60 days.
VARGA.S.A. Operating Reactors Branch 1. 85/03/11. MCDONALD.R.P. Alabama Power Co. 3pp. 29519:104-29519:106.
8503260348 Advises that evaluation & response re Tech Spec proposals & schedule for study to reduce containment bldg purging.per 850131 request will not be completed until 850419 due to extended Unit 2 outage.
MCDONALD.R.P. Alabama Power Co. 85/03/20. VARGA.S.A. Office of Nuclear Reactor Regulation, Director. 1p. 29504:192-29504:192.
Q. Inspection reports, IE Bulletins & correspondence
8503070256 Discusses proprietary review of insp repts.Util role in identifying matls considered proprietary emphasized.NRC will conduct independent proprietary review of each insp rept.
OLSHINSKUA. Region 2. Office of Director. 85/02/05. MCDONALD.R.P. Alabama Power Co. 2pp. 29267:191-29267:192.
8503070129 Forwards Insp Repts 50-348/85-03 & 50-364/85-03 on 850114-17.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/06. MCDONALD.R.P. Alabama Power Co. 2pp. 29267:294-29267:295.
-8503070136 Insp Repts 50-348/85-03 & 50-364/85-03 on 850114-17.NO violations or deviations noted.Major areas inspected: previous enforcement matters.inservice insp & inspector followup items.
CROWLEY.B.R., NEWSOME,R.W., BLAKE.J J. Region 2, Office of Director. 85/02/05. 14pp. 29267:296-29267:309.
8503070317 Informs of plan to conduct special insp of training programs at facilities on 850311-15.lnsp objective to assess effectiveness of programs for supporting licensed acttvities.Trainmg assessment team insp plan encl.
WALKER.R.D, Region 2, Office of Director. 85/02/07. MCDONALD.R.P. Alabama Power Co. 2pp. 29266:362-29266:363,
8503200184 Forwards Insp Repts 50-348/85-01 & 50-364/85-01 on 850107-11.No violation or deviation noted.
VERRELLI.D.M, Region 2, Office of Director. 85/02/08. MCDONALD.R.P. Alabama Power Co. 2pp. 29458:057-29458:071.
-8503200190 Insp Repts 50-348/85-01 & 50-364/85-01 on 850107-11.No violation or deviation noted.Major areas inspected:liquid & gaseous radwaste mgt.erfluent & environ monitoring.
STODDART.P.G., HARRIS.J.D., GLOERSON.W.B. Region 2, Office of Director. 85/ 02/08. 13pp. 29458:059-29458:071.
8503070110 Forwards Insp Repts 50-348/85-04 & 50-364/85-04 on 850114-17 & notice of violation.
VERRELLI.D.M. Region 2. Office of Director. 85/02/11. MCDONALD.R.P. Alabama Power Co. 2pp. 29267:317-29267:318.
-8503070112 Notice of violation from insp on 850114-17. * Region 2, Office of Director. 85/02/11. 1p. 29267:319-29267:319.
-8503070119   Insp   Rept   50-348/85-04   &   50-364/85-04   on   850114-17.Violation noted:failure to provide procedure for spent fuel exam within spent fuel pool pit. MATHIS.J.L,  JAPE.F.  Region 2,  Office of  Director.  85/02/06.  6pp.  29267:320-29267:325.
8503070306 Confirms 850206 telcon re 850226 mgt meeting to be conducted at Region II ofcs to discuss recent security insp finding at facility.Proposed meeting agenda encl. WALKER.R.D. Region 2, Office of Director. 85/02/14. MCDONALD.R.P. Alabama Power Co. 2pp. 29266:343-29266:344.
8503080307 Forwards Insp Repts 50-348/85-07 & 50-364/85-07 on 850128-30.No violations or deviations noted.
VERRELLI.D.M. Region 2. Office of "Director. 85/02/14. MCDONALD.R.P. Alabama Power Co. 2pp. 29285:001-29285:002.
-8503080310 Insp Repts 50-348/85-07 & 50-364/85-07 on 850128-30.No violations or deviations noted.Major areas inspected:review of preparations for containment integrated leak rate test & local leak rate program. Failed vertical tendon discovered. WHITENER.H.L, NEJFELT.G.M.. JAPE.F. Region 2, Office of Director. 85/02/13. 3pp 29285:003-29285:005.
8502250807 IE Info Notice 85-016. "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York. Inc. 113pp. 29196:147-29196:258.
8503200024 Forwards Insp Repts 50-348/85-05 & 50-364/85-05 on 850111-0210 & notice of violation.
WALKER.R.D. Region 2. Office of Director. 85/02/27. MCDONALD.R.P. Alabama Power Co. 2pp. 29454:106-29454:116.
-8503200031 Notice of violation from insp on 850111-0210.
*  Region 2. Office of Director. 85/02/27. 1p. 29454:108-29454:108.
-8503200042 Insp Repts 50-348/85-05 & 50-364/85-05 on 850111-0210. Violation noted:incorrect fusible links installed on trap door for Unit 2 Containment Bldg Coolers 2B & 2C.
BRADFORD.W.H., RULAND.W.H., CANTRELL.F.S. Region 2. Office of Director. 85/ 02/26. 8pp. 29454:109-29454:116.
8503190249 Ack receipt of 850218 Itr informing NRG of steps taken to correct violations noted in Insp Repts 50-348/84-32 & 50-364/84-32.
WALKER.R.D. Region 2, Office of Director. 85/02/28. MCDONALD.R.P. Alabama Power Co. 1p. 29447:230-29447:242.
-8503190258 Responds to NRC 850214 Itr re violations noted in Insp Repts 50-348/84-32 & 50-364/84-32.Corrective actions:flow rates for chlorine detectors adjusted to proper range & procedures revised.
MCDONALD.R.P. Alabama Power Co. 85/02/18. VERRELLI.D.M. Region 2, Office of Director. 2pp. 29447:231-29447:232.
-8503190262 Forwards Insp Repts 50-348/84-32 & 50-364/84-32 on 841211-850110 & notice of violation.
VERRELLI.D.M. Region 2, Office of Director. 85/02/04. MCDONALD.R.P. Alabama Power Co. 2pp. 29447:233-29447:242.
-8503190266 Notice of violation from insp on 841211-850110.
*  Region 2, Office of Director. 85/02/04. 1p. 29447:235-29447:235,
-8503190272 Insp Repts 50-348/84-32 & 50-364/84-32 on 841211-850110. Violation noted:inadequate surveillance procedure for chlorine detectors. BRADFORD.W.H., RULAND.W.H., CANTRELL.F.S. Region 2. Office of Director. 85/ 01/31. 7pp. 29447:236-29447:242.
8503010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503140182 Forwards Exam Rept 50-348/OL-85-01 of exam administered on 850128-0201.
VERRELLI.D.M. Region 2, Office of Director. 85/03/07. MCDONALD.R.P. Alabama Power Co. 2pp. 29497:032-29497:044.
-8503140187 Exam Rept 50-348/OL-85-01 on 850128-0201.Exam results:five reactor operator candidates passed written & oral exams & three passed & two failed simulator exam.
DOUGLAS.W.G., WILSON.B.A. Region 2, Office of Director. 85/03/01. 111pp. 29356:027-29356:137.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp, 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084,
8503140033 IE Info Notice 85-021, "MSIV Closure Logic," Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103), 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.ctively & safety evaluation.Amends modify Tech Specs to incorporate revs in response to Generic Ltr 83-43 & to assure compliance w/1 OCFR50.72 & 50.73. REEVES.E.A. Operating Reactors Branch 1. 86/02/1.9. MCDONALD.R.P. Alabama Power Co. 2pp. 29281:215,29281:315.cement.
